ELM  GROVE  MORTUARY  CHAPEL 
1340  POQUONOCK  AVENUE 
WINDSOR,  CONNECTICUT 

Built  in  1893  in  the  Late  Gothic  Revival  style  by  the 
ladies  of  the  Universalist  Society  for  $2,000.  It  was 
given  to  the  Second  School  Society  to  be  used  as  a 
chapel  at  Elm  Grove  Cemetery. 


